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SUMMARY 



In a previous Investigation of shear panels of 
24S-T alunlniam alloy. It had been found that yielding of 
the material almost eliminates the stress concentration 
aroimd small holes before failure takes place and that 
reinforcing rings consequently effect no significant 
Improvement in the static strength of the panel. The 
present tests established the fact that the stress con- 
centration around such holes is increased very materially 
by the presence of a notch on certain parts of the circum- 
ference of the hole and that relnforcinp rings effec- 
tively reduce this additional stress concentration. 



INTRODUCTION 



A considerable amount of theoretical work has been 
done on the euialysis of the stresses around holes v/lth 
or without reinforcement of the edges. These theoretical 
analyses often indicate high concentrations of stresses. 
Tests of square shear panels of 24S-T aluminum alloy with 

li^inch holes showed, however, that yielding of the 

material almost eliminates the stress concentrations in 
this particular material before failure occurs, and rein- 
forcements consequently have a negligible Influence on 
the ultimate strength (reference 1). 

The present paper describes tests made of specimens 
similar to those of reference 1 In order to discover 
whether a notch at the circumference of the hole 
decreases the strength of the panel and, if so, whether 
reinforcements are effective in overcoming the delete-p 
rlous effect of the notch. Such a notch niay be considered 
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aa a leCboratory f acsSmlle of a .bad crack or of accidental 
damage that might ezlat In an airplane structure. 



3YMB0L3 



D diameter of bole. Inches 

P ultimate load acting on shear frame, kips 

a length of side of shear panel. Inches 

t thickness of sheet, Inches 

o average diagonal-tension stress in net section 

at failure, ksl 

T average shear stress in net section at failure, 

ksl 



TEST3 AND TEST RESULTS 



Material ." The material used was 24S-T aluminum 
alloy nominally 0.051 inch thick. It was cut from the 
sheet from which the 0.051-inch- thick specimens for the 
investigation of reference 1 had been cut; the test 
results may therefore be compared directly with those of 
reference 1, The stress-strain curve of the material 
may be found in reference 1. 

Test specimens .- The tesC specimens were sheets 

12 inches square with a Ig-inch hole in the center. The 

edges of the holes were plain or reinforced. The rein- 
forcement was provided either by forming a 45° flange 
on the edge of the sheet or by riveting rings to the 
sheet as shown in figure 1. 

On one control specimen, the edge of the sheet at 
the hole was left smooth (specimen 1, table 1) . The 
ultimate stress obtained from this control specimen was 
averaged with that from a similar specimen of reference 1 
(specimen 2, table 1). On all other specimens except 
specimen 12, the edge of the hole was notched with a 
triangular Jeweler's file. On specimen 12, soratches 



NAGA RB No. L4D01 



5 



were jnade^ across the^edge of the. hole with, a double-cut 
fills" having S6 teeth' per Inch. For the main aeries of 
tests, the notches were located at the two ends of the- 
diameter coinciding with the conipresslon diagonal of the 
test Jig. For an auxiliary series of tests, the location 
of the notches was varied. The depth of the notch was 
measured With an optical micrometer and the shape of the 
notch was determined from a photomicrograph. The shape 
and dimensions of the notch are shown In figure 2. 

Test procedure .- The specimens were bolted into a ■ 
shear Jig of the plct\ire-frame type (fig. 1) and were 
loaded in a hydraulic testing machine at a rate of 

4 kips per minute until failure occurred. As far as 
could be observed, failure always took place immediately 
after the sheet began to tear. 

Evaluation of test data .- The ultimate shear stress 
on the net section of a specimen was calculated by the 
fonnula 

^ = t(a - b) ■ 

with a 10 Inches and D = 1.50 inches. At failure, 
the sheet was practically in pure diagonal tension; the 
shear stresses calculated by formula (1) were therefore 
converted into thp corresponding diagonal- tension 
stresses by the fundamental formula for diagonal tension 
in a frame with rigid edge members 

a = 2T (2) 

The last column of table 1 gives the ratio Oq/o, 

where o^ is the stress a developed by the control 

specimens with smooth-edged holes. If the ultimate 
strength of the material were used instead of o^, the 

ratio would be the stress -concentration factor at 
rupture as usually defined. The ratio Oq/o may be 

termed a comparative factor of stress concentration 
because it compares the strength of a notched specimen 
with that of a smooth-edged specimen. The difference 
between this comparative factor and the usual factor of 
stress concentration is small, because differs from 

the ultimate strength of the material by less than 

5 percent. 
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Teat results and dlacussion .- Inspection of table 1 
shows that specimen 3 with the notch located at 0° pro- 
duced a comparative stress-concentration factor of about 
1.6 and that the effectiveness of the reinforcements in 
reducing this stress concentration was related to the 
stiffness of the rings (specimens 4 to 6) k Even the 
heavy double steel rings on specimen 4, however, did not 
altogether eliminate the effect of the notches. No 
attempt was made to establish a quantitative relation 
between the reduction In stress and the stiffness of the 
rings because the shape of the notch was a purely arbi- 
trary standard, chosen because It produced severe effects 
that could be readily measured. Remarkable Is the* fact 
that the flanged edge used on specimen 7 was as effec- 
tive as the ring used on specimen 6. 

For purposes of comparison, some tests were made of 
tensile specimens of standard dimensions with single 
notches or two opposing notches filed across the edges. 
The stress-concentration factors for these specimens 
were found to be about 1.2, which is- much lower than the 
factor of 1.6 found for the panel specimens on which the 
same type of notch was located at the edge of a hole. 

As a matter of some general interest, figure 3 shows 
the results of the auxiliary series of tests (specimens 3 
and 8 to 11), in which the location of the notch was 
varied. 

The specimen with file scratches, although listed 
last, was actually a preliminary specimen tested In an 
attempt to find a suitable type of artificial damage. 
The effect of these small scratches is evidently much 
less than that of the notch. 



CONCLUDING REI^ARKS 



Previous tests had shown that the yielding of 24S-T 
aluminiim alloy la sufficient to reduce the stress- 
concentration factor for small holes to values only 
slightly greater than unity and that reinforcing rings • 
consequently effect no significant improvement in the 
static strength developed by shear panels with small 
holes. It appears impossible, therefore, to base design 
crlterions for the strength and stiffness of reinforcing 
rings on static strength. The present tests established 
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the fact that the stress ooncentratlon around such holes 
Is very materially- IncreaAed by the presence of a notch 
and that this stress concentration caused by notches can 
be reduced effectively by reinforcing rings. Notches or 
cracks would not exist In actual structure, however, 
except as the result of accidental damage or vibration. 
It appears, therefore, that design crlterlons for rein- 
forcing rings will need to be based on service experience. 
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TABEB 1.- TKST3 OP 10-INCH SHEAR PANELS WITH li-INCH HOIES HAVING NOTCHSS AT QIRCTJMPERENCE 



(Locations measured from compression diagonal of shear framed ] 
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Specimen 



Location 
of 
notches 
(deg) 
(a! 



Number 

of 
notches 



TTpe of reinforcement 



Location 
of 
failure 
(deg) 
(aT 



P 

(kips) 



a 

(ksl) 



a 
(h) 



1 
°2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 



0 
0 
0 
0 
0 
15 
30 
45 
60 



0 
0 
2 
2 
2 
2 
2 
4 
4 
4 
4 



Double rlng^ 0.125 Inch steel 
Single ring, 0.064 Inch 24S-T 
Single ring, 0.051 inch 243-T 
45° flange 



Pile scratches 
around circum- 
ference 



0 
0 

. 0 
^0 and 45 
°0 and 45 
0 
0 
15 
30 
0 
0 
10 



20.25 



12.38 
18.00 
16.00 
14.50 
14.92 
12.88 
15.32 
19,17 
20.36 
19.38 



65,7 
67.0 
40.4 
69.3 
52.8 
48.2 
48.2 
42.0; 
50.0 
62.0 
67.0 
63.0 



1.01 
.99 
1.64 
1.12 
1.26 
1.38 
1.38 
1.58 
1.33 
1*07 
.99 
1.05 



^See figure 1. 

^ Oq is average value of o for specimens 1 and 2, 

°Data from reference 1. 

^Failure at 45° vas through rivet hole. 
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n<^ure i.- Shear frame and specimen 
with reinforcing r/ng. 
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Figure 2. - FUe notch on edge of ho/e. 
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Figure 3. - Effect of notch /oca t ion on 
stress concentration. 
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